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25 March 1976 

Professor Luis W. Alvarez 
Lawrence Berkeley Laboratory 
University of California 
. Berkeley, CA 94720 

Dear Professor Alvarez: 

"A PhvU?^J 0 r f ° r Fea ” urin 9 me thab the material in your article 

Also there is no notatioS in the ^ d ® r f be 9mning with Reference 8. 
will be happy to rearr^VJhe ^ences^I^ll ’l 1 ? ‘"V 9 ’ W<? 
where to note References 9, 10 and 19 in the text. 6t US kn ° W 

1976 issue™ This w?l 1 ^pJeSr^s^chn^f 6 lead J rtfcle in our September 

perhaps you would comment on the enclosed'prH ! . b ^ fore receiving these, 
let us know where to place References 9 IO^^h io • n °^’ Send an abst ract, 
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Edwin F. Taylor 
Ed i tor 
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